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SUB J : LAR MEDIA SPECULATES SECRET ARY/VOSTER MEET IN TEHRAN 
NEXT MONTH 

1 . JULY 26, LAR GOVERNMENT CONTROLLED DAILY AL-JIHAD 
CLAIMED SECRETARY KISSENGER WILL HOLD SECOND MEETING 
WITH SOUTH AFRICAN PM VOSTER NEXT MONIN TEHRAN. 

2. EDITORIAL STATES, QUOTE: MEETING EXPOSES EXTENT 
AMERICA'S LINKAGE WITH RACIST REGIMES, IT SHOWS ALSO 
EXTENT OF COORDINATION BETWEEN LEADER OF IMPERIALISM 
AND ITS BASES IN AFRICA, WITH OBJECT OF STRIKING 
REVOLUTIONARY BASES AND OTHER POPULAR BASES STRUGGLING 
FOR FREEDOM AND INDEPENDENCE. 

"KISSENGER'S VISIT TO AFRICA AND HIS STATEMENTS CONDEMN 
U.S. INTENTIONS TOWARDS BLACK CONTINENT. AMERICA'S 
CONCENTRATIONS ON AFRICA ONLY MEANS ITS FEAR OF LOOSING 
ITS INTERESTS AND BASES THERE.” 
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TO IMPERIALIST AMBITIONS, AFRICA SHOULD BE UNITED 
AGAINSTRACISTDISCRIMINATION AND U.S. SCHEMES TRYING 
TO PERPETRUATE RACIST REGIMES, AND STRIKE U.S. 

INTERESTS IN CONTINENT. 

CARLE 
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